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UNCLASSIFIED 

PAGE 01 ATHENS 03563 02I222Z 
ACTION SY-05 

INFO OCT-OI EUR-I2 ISO-00 /018W 

I294I7 02I258Z/45 

R02I2I5ZMAY78 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 5653 

UNCLAS ATHENS 3563 

DEPT EOR A/SY/OPS/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: WINDSHIELD INSTALLATION KIT 

1. TSO ATHENS RECEIVED WINDSHEILD INSTALLATION 
KIT THIS DATE. 

2. REG NOS 2974061, 2974062. 

MCCLOSKEY 


UNCLASSIFIED 


NNN 
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